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WHEELING  CORRUGATING  COMPANY 


HE  designs  shown  in  this  book  have  been  produced  after  many  years  of 
experience  in  the  manufacture  and  erection  of  metal  ceilings. 

Each  plate,  piece  of  molding  or  cornice,  down  to  the  smallest  fitting. 


is  produced  with  the  finished  ceiling  in  mind.  The  various  units  are  carefully 
embossed  and  resquared  and  every  other  detail  in  the  process  of  manufacturing  is 
given  most  careful  attention,  making  the  parts  fit  together  perfectly  and  quickly. 

There  are  no  raw  edges,  gaping  seams ; no  poor  embossing ; no  dissatisfaction, 
when  WHEELING  CEILINGS  are  used. 

The  kind  manufactured  by 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Branch  Offices  and  Stores : 


NEW  YORK 
CHICAGO  . . 

ST.  LOUIS  . . 

PHILADELPHIA 
BOSTON  . . 

CHATTANOOGA 


. . 47  Cliff  Street 

23-27  North  Clinton  Street 
1006-1010  Spruce  Street 
402-406  Race  Street 
, 132-134  Pearl  Street 

Market  and  King  Streets 


INSTRUCTIONS  FOR  APPLYING 


FURRING  FOR  FLAT  PLATES  AND  SHALLOW  PANELS 


^ TRIKE  chalk  lines  the  length  of  the  room  at  distances  indicated  on  the  blue  print  so  that 
they  coincide  with  the  center  lines  of  the  nailing  beads  on  the  plates.  On  these  lines, 
nail  ix  1|  inch  furring  strips.  Between  these  strips  and  across  the  room,  nail  “headers” 
or  cross  strips  at  distances  from  center  to  center  equal  to  the  distances  oetween 
centers  of  the  nailing  beads  of  the  plates  as  indicated  on  the  blue  print.  Nail  strips  in  angle  of 
ceiling  and  wall  and  at  a distance  from  the  wall  equal  to  the  projection  of  the  cornice  to  receive 
the  cornice  brackets.  Bring  the  strips  to  a uniform  depth  by  driving  wedges  between  the  strips 
and  the  old  ceiling  or  joists,  otherwise  the  ceiling  will  present  an  uneven  appearance  when 
completed. 

Flat  plates  may  be  applied  to  sheathing,  in  which  case  no  furring  strips  will  be  required,  but 
the  sheathing  should  be  level. 

FURRING  FOR  PANELS  DEEPER  THAN  ^ INCH 


SINGLE  FURRING 


Nail  furring  strips  the  length  of  the  room,  as  for  flat  plates,  carefully  leveling  them  with  wedges.  Then  nail  other  strips  at  right  angles  on  top 
of  these,  at  distances  from  center  to  center  equal  to  the  distances  between  centers  of  the  nailing  beads  of  the  panels,  as  shown  on  the  blue  print. 
Nail  “ headers  ” or  cross  strips  at  right  angles  to  the  last  strips  and  on  top  of  the  first  strips  applied.  This  will  bring  all  strips  to  the  same  level,  io 
bring  the  cornice  to  the  level  of  the  ceiling  nail  one  strip  on  top  of  another  in  the  angle  between  the  ceiling  and  the  wall  and  at  distance  from  the 
wall  equal  to  the  projection  of  the  cornice. 

APPLYING  THE  CEILING 

The  Field  should  be  applied  first,  then  the  Cornice  and  finally  the  Mold,  Border  or  Filler 
as  the  case  may  be. 

Beginning  at  one  corner  apply  the  ceiling  plates  across  and  along  the  room,  keeping  the 
lapping  edges  running  from  the  light.  Each  piece  should  be  carefully  lapped  so  the  beads  will  be 
straight  and  true  and  the  joints  not  noticeable.  The  plates  should  be  nailed  at  6 inch  intervals 
with  one  inch  wire  nails  with  small  heads.  The  filler  plate  is  lapped  under  the  members  on 
either  side  of  it. 

Close  or  “swedge”  with  a small  dull  too!  any  joints  which  may  not  have  lapped  tightly 
owing  to  the  lapping  beads  having  been  bent  or  flattened  in  applying. 

DOUBLE  OR  CROSS  FURRING 

The  list  prices  in  this  catalog  are  for  the  plates,  moldings,  etc.,  given  one  coat  of  white  paint  on  both  sides  before  shipping  and  include 
regular  brackets  and  nails  for  applying. 

FURRING  STRIPS  ARE  EXTRA  AND  WILL  NOT  BE  SHIPPED  UNLESS  ORDERED 


IV 


WORKING  PLANS 


^MOWING  the  arrangement  of  material  shipped,  are  furnished  in  all  cases  where 
diagrams  of  the  rooms  to  be  ceiled  are  given  us,  and  detailed  drawings  showing  the 
method  of  applying  are  made.  If  a diagram  of  the  room  to  be  ceiled  is  furnished, 
with  the  distances  from  point  to  point,  and  the  size  and  shape  of  all  offsets,  openings  and  irreg- 
ularities indicated,  we  will  be  able  to  make  more  intelligent  estimates,  and  if  desired  submit,  free 
of  charge,  a design  for  the  approval  of  the  customer. 

In  all  cases  inform  us  of  the  height  of  the  room  and  the  distance  from  the  window  and 
door  casings  to  the  ceiling,  so  that  a cornice  of  suitable  depth  may  be  selected. 

The  diagrams  on  the  next  two  pages  indicate  the  measurements  and  information  we  should 
have  to  enable  us  to  make  intelligent  estimates  and  to  avoid  shortages  and  errors  in  shipments. 

More  satisfactory  results  will  be  obtained  if  some  choice  of  design  is  indicated  when 
inquiry  is  made.  However,  if  customer  expresses  no  preference,  we  will  prepare  an  artistic 
arrangement  of  plates  suitable  for  the  shape  of  the  room  and  the  purpose  for  which  it  is  to  be  used. 

AYhen  desired,  we  will  furnish  experienced  men  to  erect  the  material,  charging  for  their 
time,  transportation  and  board. 

WHEELING  CORRUGATING  COMPANY 

Branch  Offices  and  Stores : 

NEW  YORK Cliff  Street 

CHICAGO  . . . 23-27  North  Clinton  Street 

ST.  LOUIS  ....  1006-1010  Spruce  Street 

PHILADELPHIA  ....  402-406  Race  Street 

BOSTON 132-134  Pearl  Street 

CHATTANOOGA  . . Market  and  King  Streets 
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WHEELING  CEILINGS— Measurement  Diagram 
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WHEELING  CEILINGS — Measurement  Diagram 
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ERMS— Thirty  days  net  cash,  or  two  per  cent,  discount  from  net  amount  of  bill  for  pay- 
ments  made  within  ten  days  from  date  of  invoice.  No  discount  allowed  after  ten  days. 
Bills  not  paid  at  maturity  are  subject  to  sight  draft  with  exchange  and  cost  of  collection 

without  further  notice. 

Orders  from  patrons  about  whom  we  have  no  satisfactory  information,  and  who  do  not  send 
references,  will  be  shipped  to  our  order;  and  draft,  with  bill  of  lading  attached,  will  be  sent  to  a 
local  bank  for  collection. 

Delays  will  be  avoided  if  references  are  furnished  when  inquiry  is  made. 

Claims  for  errors  should  be  made  upon  receipt  of  goods.  All  shipments  should  be  checked 
upon  arrival  and  errors  reported  immediately. 

If  goods  are  shipped  according  to  order  they  must  not  be  returned  without  our  consent.  If 
shipment  is  damaged  in  being  returned,  credit  will  not  be  allowed  to  a greater  amount  than  its  value 
when  received  by  us. 

An  invoice  and  bill  of  lading  should  be  forwarded  when  goods  are  returned. 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  4484  Corner  24  x 24  in. 

$9.50  per  square 


WHEELING  CEILINGS- Greek 


No  4485  Ceiling  Plate 


$9.00  per  square 


24x48  in. 
Also  made  24  x 24  in 


No.  4482  Border 

$9.50  per  square 


24  X 48  in. 


No.  4483  Corner  24  x 24  in. 

$9.50  per  square 


No.  4486  Ceiling  Plate 


$9.00  per  square 
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24  X 48  in. 
Also  made  24x24  in. 


WHEELING  CEILINGS— Greek 


No.  4690  Ceiling  Panel 

in.  deep  27  x 27  in. 

$12.00  per  square 


No.  4691  Right 

2J  in.  deep  21  x27  in. 

$12.00  per  square 


No.  4692  Ceiling  Panel 
2J  in.  deep  21x21  in. 

$12.50  per  square 


No.  4688  Stile  3x  15  in. 
5 cents  each 


No.  4694  Right 

2 in.  deep  IS x27  in. 

$12.50  per  square 


No.  4695  Ceiling  Panel 
2 in,  deep  15x  15  in. 

$13.00  per  square 


No.  4686  Stile 

7 cents  each 


3x27  in. 


No.  4693  Right 
2 in.  deep  15x21  in. 

$13.00  per  square 


2 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  4691  Uft 

2^  in.  deep  21  x27  in. 

$12.00  per  square 


No.  4694  Left 

2 in.  deep  lSx27  in. 

$12.50  per  square 


No.  4693  Left 

2 in.  deep  15x21  in. 

$13.00  per  square 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS— Greek 


No.  4697  Ceiling  Panel 
24x24  in.  2|  in.  deep 

$12  00  per  square 


No.  4487  Center 

2*  in.  dro[)  24x24  in. 

80  cents  each 


No.  4499  Filler 


$8.00  per  square 


24x48  in. 
Also  made  24x96  in. 


No.  500  Filler 


$8.00  per  square 


24x48  in. 
Also  made  24  x 96  in. 


No.  4454  Mold 


4 cents  per  lineal  foot 


3 x48  in. 


No.  4455  Mold 

4 cents  per  lineal  foot 


3i  x48  tn. 


No.  4456  Mold  4x48  in. 

5 cents  per  lineal  foot 
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WHEELING  CEILINGS— Greek 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  A457  Mold 

6 cents  per  lineal  foot 


4Jx48  in. 


No.  4457  Cross 


No.  4459  Mold 

6 cents  per  lineal  foot 


5J  X 48  in. 


No.  4459  Cross 


No.  4463  Mold 


6 cents  per  lineal  foot 


6x48  in. 


No.  4463  Cross 


No  4461  Mold 


7 cents  per  lineal  foot 


6i  x48  in 


No.  4460  Mold  6x48  in. 

6 cents  per  lineal  foot 


No.  4461  Cross 


No.  4460  Cross 


No.  4464  Cross 


No.  4457  Tee 
6 cents  each 


No.  4459  Tee 
6 cents  each 


No.  4463  Tee 
6 cents  each 


No.  4461  Tee 
7 cents  each 


No.  4460  Tee 
6 cents  each 


No.  4464  Tee 
10  cents  each 


No.  4457  El! 


No.  4459  EU 


No.  4463  EU 


No.  4461  Ell 


No.  4464  Ell 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS-Greek 


No.  4465  Border 


JO  cents  per  lineal  foot 


11x48  in. 


No.  4465  Cross 


No.  4465  Tee 
12  cents  each 


No.  4465  Ell 


No.  4466  Border 


12  cents  per  lineal  foot 


14x48  in. 


No.  4466  Cross 


No.  4466  Tec 
14  cents  each 


No.  4466  Ell 


6f-  -A 


No.  4488  Cornice 


in.  projection  16J  in.  deep 

1 8 cents  per  lineal  foot 


48  in.  long 


No,  4467  Frieze 


18x48  in. 

14  cents  per  lineal  foot 


No.  4468  Foot  Mold 


8 cents  per  lineal  foot 


6 x48  in. 


WHEELING  CEILINGS— Greek 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  4-170  Cornice  3i  in,  projection  in.  deep  48  in.  long 

1 I cents  per  lineal  foot 


No.  4470  Inner  Mitre 


50  cents  each 


No.  4470  Outer  Mitre 


No.  4469  Cornice  5 in.  projection  9|  in  deep  48  in.  long 

13  cents  per  lineal  foot 


50  cents  each 


No  4469  Outer  Mitre 


K-  - 6J-  — -H 


Composed  of  Cornice  4488,  Frieze  4467.  Mold  4468  6|  in.  projection,  40  in.  deep 

40  cents  per  lineal  foot 
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No.  4489  Entablature 


Ceiling  Design  No.  8205  Composed  of  Cornice  4469,  Filler  263,  Border  4482,  Field  4485 

Average  price  $9.35  per  square,  nor  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room. 
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WHEELING  CEILINGS-Greek 


V/HEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  821 1 


Composed  of  Cornice  *1469,  Filler  263.  Border  4482.  Field  4486 
Average  price  $9.35  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS— Greek 
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Ceiling  Design  No.  8202 


Composed  of  Cornice  4469  Mold  and  Filler  4574,  Panels  4690 
Average  price  $1 1.45  per  square,  nor  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Greek 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


Ceiling  Design  No.  8203 


Composed  of  Cornice  «69,  Mold  and  Filler  4574,  Panels  4690,  Rosettes  481  (In  figuring  squares  add  one  sq,  ft.  for  each  Rosette  No.  481) 
^ ^ Average  pnce  $1 1.25  per  square,  not  including  furring  strips 

Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA, 


WHEELING  CEILINGS- Greek 


Ceiling  Design  No.  8204 


Composed  of  Cornice  4469,  Filler  263,  Border  4482,  Field  4697 
Average  price  $I  1.05  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Gothic 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


No.  4581  Ceiling  Plate  24x48  in. 

Also  made  24  x24  in. 

$8.50  per  square 


No.  4404  Border 


$9.00  per  square 


24  X 48  in. 
Also  made  24  x24  in. 


No.  4402  Corner  24x24  in. 

$9.00  per  square 


No.  4403  Tee  24  x24  in 

$9.00  per  square 


No.  4400  Center 

in.  drop  24x24  in. 

80  cents  each 


No.  4398  Ceiling  Panel 
in.  deep  24x24  in. 

$9.00  per  square 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS -Gothic 


No.  4379  Ceiling  Plate 


$9.00  per  square 


24x48  in. 
Also  made  24  x 24  in. 


No.  4377  Ceiling  Plate  24x48  in. 

Also  made  24  x 24  in. 
and  12  X 12  in. 

$9.00  per  square 
I2x  12  in.  size  10.00  " “ 


No.  4378  Ceiling  Plate 


$9.00  per  square 
12x24  in.  size  9.50  “ “ 


12  X 48  in. 
Also  made  1 2 x 24  in. 


WHEELING  CEILINGS-Gothic 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  406  Diaper  Pattern  24  x48  in. 

Also  made  24x96  in. 

$8.50  per  square 


No.  408  Ceiling  Panel  J in.  deep  24x48  in. 
$8.50  per  square 


No.  407  Ceiling  Panel  J in.  deep  24x48  in. 
$8.50  per  square 


No.  405  Wall  Plate  J in.  deep  24x48  in. 
$8.50  per  square 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS— Gothic 


No.  409  Wainscot 


I in.  deep  Two  Plates  24x32  in. 

$10.00  per  square 


No.  441 1 Cornice  4.i  in.  projection.  13  in.  deep  48  in.  long 

15  cents  per  lineal  foot 


No.  4411  Inner  Mitre  No.  4411  Outer  Mitre 

50  cents  each 


No.  4585  Cornice  1\  in.  projection,  in.  deep 
13  cents  per  lineal  foot 


48  in.  long 


No.  4585  Inner  Mitre 


60  cents  each 


No.  4585  Outer  Mitre 


Ceiling  Design  No.  8240  Composed  of  Cornice  4411,  Mold  and  Filler  4574,  Border  4404,  Panels  4398 

Average  price  $9.20  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS - Gothic 


Ceiling  Design  No.  8207 


Composed  of  Cornice  4411,  Filler  263.  Border  4389,  Field  4377,  4378,  4379 
Average  price  59.35  per  square,  not  including  furring  strips. 

Note— Price  varies  with  size  and  sha|>e  of  room. 
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WHEELING  CEILINGS-Gothic 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


Ceiling  Design  No.  8206 


Composed  of  Cornice  4411.  Filler  263.  Border  4389,  Field  4377,  4378 

Average  price  $9.35  per  square,  not  including  furring  strips  * 

Note — Price  varies  with  size  and  shape  of  room 


-eiling  Design  No.  7040  Composed  of  Cornice  4411,  Filler  263,  Border  4404,  Field  4581 

Average  price  $9.05  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Gothic 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


Design  No.  8208 


Composed  of  Frieze  ddOd.  Cornice  1,  Ceiling  Panels  407,  408 
Designed  for  Church  Ceilings  that  slope  from  center  to  walls 
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Side  Wall  No.  1 146  Composed  of  Cornice  4411,  Frieze  4404,  Plates  405,  Rail  4414,  Wainscot  409 


WHEELING  CEILINGS— Renaissance 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


No.  4700  Ceiling  Panel 


g in.  deep 
S9.00  per  square 


24x48  in. 
Also  made  24x24  in. 


No.  4503  Ceiling  Plate 


$9.00  per  square 


24x48  in. 
Also  made  24x24  in. 


No.  4510  Corner  18x  18  in. 

$9.50  per  square 


No.  4804  Ceiling  Plate 


$9.00  per  square 


24x48  in. 
Also  made  24x24  in. 


No.  4509  Border 


$9.00  per  square 


18x48  in. 


No.  4511  Corner  24x24  in. 

$9.00  per  square 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEKLING  CEILINGS — Renaissance 


No.  4513  Left  Ceiling  Panel 
15  x27  in.  1 J in.  deep 
$I  1.50  per  square 


No.  4514  Ceiling  Panel  27x27  in. 

2 in.  deep 
$1 1.00  per  square 


No.  4513  Right  Ceiling  Panel 
15  X 27  in.  1 J in.  deep 
$1  1.50  per  square 


No.  4588  Stile  3x  15  in. 
5 cents  each 


No.  4686  Stile  3 x 27  in. 

7 cents  each 


No.  4689  Corner  3x3  in. 
4 cents  each 


o.  538  Wainscot  Rail 


8 cents  per  lineal  foot 


7x  48  in. 


No.  536  Side  Wall  24  x 48  in. 

Also  made  24x96  in. 
$8.50  per  square 
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WPiEELING  CEILINGS—Renaissance 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA 


No.  4551  Filler 


$8.00  per  square 


24  X 48  in. 
Also  made  24  x 96  in. 


No.  552  Filler 


$8.00  per  square 


24x48  in. 
Also  made  24  x 96  in. 


No.  4709  Wainscot  24x33  in. 

$9.00  per  square 


Center  composed  of  two  plates  No.  47 1 0 and  Center  Cap  No.  599  48  x 48  in. 

$ 1 .62  each 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS-Renaissance 


No.  521  Frieze 


13  cents  per  lineal  foot 


IS  X -48  in. 


No.  522  Frieze  15x24  in. 

13  cents  per  lineal  foot 


No.  4540  Mold  6 x 48  in. 

8 cents  per  lineal  foot 


No.  4541  Cross  No.  4542  Tee 

8 events  each 


No.  4720  Cornice  4^  in.  projection,  5|  in.  deep 

9 cents  per  lineal  foot 


48  in.  long. 


No.  4720  Inner  Mitre 


No.  4720  Outer  Mitre 


50  cents  each 


h H 


No.  4555  Cornice.  1 1 J in.  projection,  10  m.  deep  48  in.  long 

20  cents  per  lineal  foot 


No.  4543  Ell 
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WHEELING  CEILINGS— Renaissance 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8242  Composed  of  Cornice  4221,  Filler  552,  Border  4509.  Field  4503 

Average  price  $9.30  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


i 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS-Renaissance 


Ceiling  Design  No.  8275 


Composed  of  Cornice  4292,  Filler  263,  Border  4509,  Field  4804 
Average  price  $9.40  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS— Renaissance 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  7042 


Composed  of  Cornice  4720,  Filler  263.  Border  4509,  Field  4700 
•Average  price  S9.30  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
Vv'HEELING,  W.  VA. 


"WHEELING  CEILINGS— Renaissance 


Ceiling  Design  No.  82*13 


Composed  of  Cornice  4555,  Mold  and  Filler  4574,  Panels  4512,  4513,  4514 
Average  price  $11. 10  per  square,  nor  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Renaissance 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


5*5^ 


gi^ia^ 


Ceiling  Design  No.  8244 
/ 


Composed  of  Cornice  4S5S,  Mold  and  Filler  4574,  Panels  4512,  4513,  4514,  Rosettes  481  (In  figuring  squares  add  one  sq.  ft.  for  each  Rosette  No.  481) 

Average  price  $1 1.00  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS-Rococo 


No.  421 1 Ceiling  Plate  24  x 48  in. 

Also  made  24  x 24  in. 

$9.00  per  square 


No.  4425  Border 


$9.25  per  square. 


24  X 48  m. 


No.  4495  Ceiling  Plate 


$9.00  per  square 
12  X 24  in.  size  9.50  “ “ 


12x48  in. 
Also  made  12x24  in. 


No.  4427  Comer  24x24  in. 

$9.25  per  square 


No.  4426  Border  24  x 24  in. 

$9.25  p>er  square 


No.  4428  Corner  24  x 24  in. 

$9.25  per  square 
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WPiEELING  CEILINGS— Rococo 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  *1361  Border 


$8.50  per  square 


24x4S  in. 


No.  4358  Outer  and  Inner  Corner.  24x  24  in, 
$8.50  per  square 


No.  4360  Border  24x24  in. 

$8.50  per  square 


No.  880  Ceiling  Plate 


$9.00  per  square 


24x48  in. 
Also  made  24  x24  in. 


No.  881  Border 


$9.50  per  square 


24  x48  in. 


No.  883  Corner  24x24  in. 

$9.50  per  square 


No.  882  Border  24x24  in. 

$9.50  per  square 
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No.  884  Corner  24  x 24  in. 

$9.50  per  square 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS— Rococo 


No.  4496  Ceiling  Plate 


$8.50  per  square 


24  X 48  in. 
Also  made  24x24  in. 


No.  634  Wainscot  Plate  24  x 33  in. 
$8.50  per  square 


No.  367  Wainscot  Rail 

10  cents  per  lineal  foot 


7x  48  in. 


No.  4371  Corner  24  x24  in. 

$8.50  per  square 
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No.  4370  Border 


$8.50  per  square 


24  X 48  in. 


No.  4356  Wall  Plate  24  x48  m- 

$8.50  per  square 


No.  4372  Corner  24  x 24  in. 

$8.50  per  square 
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WHEELING  CEILINGS— Rococo 


WHEELING  CORRUGATING  COMPANV 
WHEELING.  W.  VA. 


Ceiling  Design  No.  82-15  Composed  of  Cornice  -4221.  Filler  263,  Mold  42-1!.  Border  4361.  Field  421 1 

^ Average  price  $9.60  per  square,  not  including  furring  strips 

Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS-Rococo 


Ceiling  Design  No.  825*1  Composed  of  Cornice  *4221,  Filler  263,  Border  4425.  Field  *121 1 

Average  price  59.35  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 

/=/ 
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WHEELING  CEILINGS— Rococo 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


• . — 1 n;iu  OC 

Average  price  $9.-^5  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Rococo 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


Ceiling  Design  No.  8213 


Composed  of  Cornice  4221.  Filler  263,  Border  4425,  Field  880 
Average  price  $9.35  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS— Rococo 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


■123523^ 


rasa 


Ceiling  Design  No  8269 


Composed  of  Cornice  4292.  Filler  444,  Border  4370,  Mold  4241,  Field  4496 
Average  price  $9.20  per  square,  not  including  furring  strips 
Nofc — Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS-Empire 

DESIGNS  PATENT  DEC.  22.  1903 


No.  4602  Ceiling  Plate 

24X-48  in. 
Also  made  24x24  in. 
$8.50  per  square 


No.  -1608  Corner 
24x24  la 
$9.00  per  square 


No.  4604  Border 

24  X 48  in. 
Also  made  24x2*1  in. 
$8.50  per  square 


No.  4609  Corner 
24x24  in. 
$9.00  per  square 


No.  4605  Corner  Plate,  to  be 
used  with  No.  4606 
$9.00  per  square 


No.  4606  Corner  Plate, 
to  be  used  with  No.  4605 
$9.00  per  square 
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No.  4610  Outer  Corner  18  x 18  in. 
$10.00  per  square 


WHEELING  CEILINGS-Empire 

DESIGNS  PATENT  DEC.  22.  1903 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  4611  Inner  Corner  24x24  in- 
40  cents  each 


No.  4621  Wall  Plate  24x48  in. 

Also  made  24x96  in. 
$9.00  per  square 


No.  4607  Border 

$9.50  per  square 


18x48  in. 


No.  4613  Border  18x24  in 

$9.50  per  square 


No.  4612  Border  1 8 x 1 2 in. 
$10.00  per  square 


No.  4620  Frieze 


12  cents  per  lineal  foot 


16  x 48  in. 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS  - Empire 

DESIGNS  PATENT  DEC.  22.  1903 


K--  6'  — -H 


No.  4619  Cornice  8 in.  projection,  7 in.  deep 

14  cents  per  lineal  foot 


48  in.  long 


No.  4619  Inner  Mitre 


60  cents  each 


No.  4619  Outer  Mitre  No.  599  Center  Cap  8 in.  diam. 

10  cents  each 


No.  622  Wainscot  Rail 

7 cents  per  lineal  foot 


6 X 48  in. 


No.  4615  Mold 


8 cents  per  lineal  foot 


6 X 48  in.  No.  4618  Ell  6x6  tn. 

8 cents  each 


No.  4595  Mold 


7 cents  per  lineal  foot 


6x48  in.  No.  4598  Ell  6x6  m. 
7 cents  each 


No.  4600  Center  Plate 


$9.00  per  square 


24x48  in. 


No.  4601  Center  48x48  in. 

Composed  of  two  plates  No.  4600  and  Center  Cap  No.  599 
$1.54  each 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS-Empire 

DESIGNS  PATENT  DEC.  22,  1903 


Ceiling  Design  No.  8246 

H 


Composed  of  Cornice  4619,  Filler  552,  Border  4604.  Field  4602 
Average  price  $8.80  per  square,  not  including  furring  strips 
Note-Price  varies  with  size  and  shape  of  room 
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/HEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS -Empire 

DESiGNS  PATENT  DEC.  22,  1903 


Ceiling  Design  No.  8256  Composed  of  Cornice  4619,  Filler  552.  Border  4607,  4613,  4614,  Inner  Border  4604,  Field  4602 

Average  price  $9.00  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS -Empire 

DESIGNS  PATENT  DEC.  22.  1903 


Ceiling  Design  No.  8247  Composed  of  Cornice  4619.  Filler  263,  Border  4610,  4607,  4614,  Corner  4605,  4606,  Plate  4604,  Field  4602 

•Average  price  $9.00  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


44 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS  Empire 

DESIGNS  PATENT  DEC.  22,  1903 


Ceiling  Design  No.  8248  Composed  of  Cornice  4619,  Filler  263,  Border  4607,  4613.  4614.  Corner  4605.  4606.  Border  4604,  Field  4802.  Center  4601 

Average  price  S9.00  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Empire 

DESIGNS  PATENT  DEC.  22,  1903 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


Ceiling  Design  No.  8262  Composed  of  Cornice  *4619.  Filler  263,  Outer  Border  ^GCH.  Inner  Border  4607.  4613,  4614.  Co'  er  4605.  4606.  Field  4602.  4604 

Average  price  $9.00  per  square,  not  including  furring  strips 
Note — Price  varies  w'ith  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS-Empire 

DESIGNS  PATENT  DEC.  22  1903 


Wall  Design  No.  1 159  Composed  of  Cornice  4619,  Frieze  4620,  Wall  Plate  4621,  Rail  622,  Wainscot  624 

Price,  based  on  room  13  feet  6 inches  high  (not  including  Cornice).  $1.15  per  lineal  foot. 
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WHEELING  CEILINGS— Colonial 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  ^350  Ceiling  Panel  1 in.  deep  24x2-1  in. 
$9.00  per  square 


No.  4351  Ceiling  Panel  1 in.  deep  24x2-lir 
$9.00  per  square 


No.  4284  Ceiling  Panel  1 in.  deep  24x24  in. 
$9.00  per  square 


No.  4282  Ceiling  Panel  1 in.  deep  18x  18  in. 
$9. SO  per  square 


No. 


4283  Ceiling  Panel  1 in.  deep  18x24  in. 
$9.00  per  square 


t 


No.  4280  Ceiling  Panel  1 in.  deep  l2x  I8'‘ 
$10.00  per  square 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS— Colonial 


No.  4029  Center 


$2.04  each 


48  X 48  in. 


No.  4334  I in.  deep  24  x 24  in. 
36  cents  each 


No.  4180  Center  2J  in.  deep  24x24  in. 
60  cents  each 
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WHEELING  CEILINGS-Colonial 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


No.  4795  Center 

Composed  of  Panels  4793  and  Center  4324 
$2.20  each 


48x  48  in. 


No.  4793  Center  Panel  24  x 24  in. 
f in.  deep 
40  cents  each 


No.  4790  Ceiling  Panel  f in.  deep 

$9.00  per  square 


24x48  in. 
Also  made  24  x 24  in. 


' 

i' 

No.  4791  Ceiling  Panel  | in.  deep 

$9.00  per  square 
12x24  in.  size  9.50  “ " 


12x48  in. 
Also  made  12x 24  in. 


\ 

f 

I 


No.  4792  Ceiling  Panel 


in.  deep 


$9.00  per  square 
12  x 12  in.  size  10.00  “ “ 


24  X 48  in. 
Also  made  24x  24  in. 

or  12  X 12  in. 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS-Coloniai 


Ceiling  Design  No.  8220 


Composed  of  Cornice  4292,  Mold  and  Filler  4574,  Panels  4279.  4281,  4284 
Average  price  $9.45  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Colonial 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8221 


Composed  of  Cornice  4292,  Mold  and  Filler  4574,  Panels  4351 
Average  price  $9.45  per  square,  not  including  furring  strips 
Note  Price  vanes  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS— Colonial 


Ceiling  Design  No.  8222 


Composed  of  Cornice  4221.  Mold  and  Filler  4574,  Panels  4350 
Average  price  $9.45  per  square,  not  including  furring  strips 
[SJote — Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Colonial 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


m 
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Ceiling  Design  No.  8223 


Composed  of  Cornice  4221,  Mold  and  Filler  4574,  Panels  4350,  4351 
Average  price  $9.45  per  square,  not  including  furring  strips 
Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS-Colonial 


Ceiling  Design  No.  8277 


Composed  of  Cornice  *4221,  Mold  and  Filler  *457*4,  Panels  *4790,  *4791,  *4792 
Average  price  $9.*45  per  square,  not  including  furring  strips 
Note  - Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS— Colonial 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8278 


Composed  of  Cornice  4197,  Mold  and  Filler  4574,  Field  4791,  4792 
Average  price  $9.45  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS— Colonial 


Ceiling  Design  No.  8279  Composed  of  Cornice  4197.  Mold  and  Filler  4574,  Field  4790.  4791,  4792 

Average  price  $9.65  per  square,  nof  including  furring  strips 
Note — Pnce  varies  with  size  and  shape  of  room. 
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WHEELING  CEILINGS-Oriental 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  •43*12  Ceiling  Plate 


$8.00  per  square 


2‘i  X 48  in. 
Also  made  24x24  in. 


No.  348  Wall  Plate  or  Filler 


$8.00  per  square 


24x48  in. 
Also  made  24x96  in. 


No.  4347  Border 

$9.00  per  square 


24x48  in. 


No.  4447  Border 

$9.00  per  square 


24  X 48  in. 
Also  made  24  x24  in. 


No.  4345  Corner  24x24  in. 

$9.00  per  square 


No.  4343  Border  24x24  in. 

$9.00  per  square 
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No.  4344  Corner  24x24  in. 

$9.00  per  square 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS-Oriental 


No.  4355  Center  Plate 


$9.00  per  square 


24  x 48  in. 


No.  4210  Ceiling  Plate 


$8.50  per  square 


24x48  in. 
Also  made  24x24  in. 


10  in.  projection  16  in.  deep 
20  cents  per  lineal  foot 


48  in.  long 


WHEELING  CEILINGS— Oriental 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8209 


Composed  of  Cornice  4354,  Filler  348,  Border  4447,  Field  4342 
Average  price  $8.85  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
V/HEELING,  W.  VA. 


WHEELING  CEILINGS-Oriental 


Celling  Design  No.  8272  Composed  of  Cornice  435-1.  Filler  348.  Border  4447.  Field  4267 

Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WHEELING  CEILINGS— Oriental 


WHEELING  CORRUGATENG  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8210 


Composed  of  Cornice  4354,  Filler  348,  Border  4343,  4347,  4447.  Field  4342,  Center  4386 
Average  price  $8.85  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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REELING  CORRUGATING  COMPANY 
WHEELING.  VY  VA. 


WHEELING  CEILINGS-Oriental 


Ceiling  Design  No.  8276 


Composed  of  Cornice  4354,  Filler  348,  Border  4447,  Field  4342,  Center  4355 
Average  price  $8.85  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Oriental 


V/HEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


Ceiling  Design  No.  8273 


Composed  of  Cornice  4292,  Filler  and  Mold  4574,  Panel  Border  4431,  Border  4343,  4347,  field  4342 
Average  price  $9,10  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS-Oriental 
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Ceiling  Design  No.  82!  2 


Composed  of  Cornice  4349.  Mold  and  Filler  4574,  Field  4210,  Finishing  Mold  4493 
Average  price  $8.95  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


WHEELING  CEILINGS- Oriental 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


Composed  of  Cornice  da-ig,  Frieze  4343,  Plates  4342,  Ra.l  353,  Wainscot  346 
r.ce.  based  on  room  1 1 feet  high  (not  including  Cornice),  85  cents  per  Hneal  foot 


WHEELING  CORRUGATING  COMPANY' 
WHEELING.  W.  VA. 


WHEELING  CEILINGS-Oriental 


Wall  Design  No.  1150  Composed  of  Cornice  43*49,  Wall  Plate  348,  Rail  353,  Wainscot  346 

Price,  based  on  room  1 1 feet  high  (not  including  Cornice),  80  cents  per  lineal  foot 


67 


No.  4732  Ceiling  Panel  24x24  in. 
IJ  in.  deep 
$9.50  per  square 


No.  4738  Ceiling  Plate  ]8x  18  in. 
$9.50  per  square 


WHEELING  CEILINGS— Art  Nouveau 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No  4733  Ceiling  Panel  in.  deep  24  x48  in. 

$9.50  per  square 


No.  4739  Ceiling  Plate 


$9.00  per  square 


18  X 48  in. 
Also  made  18x24  in. 


No.  4731  Ceiling  Panel  18x24  in. 
IJ  in.  deep 
$9.60  per  square 


No.  4730  Ceiling  Panel  18x18  in 
in.  deep 

$10.00  per  square 


No.  4740  Ceiling  Plate 


24  X 48  in. 
Also  made  24  x 24  in. 


$9.00  per  square 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


V\^HEELING  CEILINGS — Art  Nouveau 


No.  474S  Corner  12x  12  in. 

$10.00  per  square 


No.  4742  Border 

$9.00  per  square 
12x24  in.  size  9.50  “ “ 


12x48  in. 
Also  made  12x24  in. 


No.  4746  Corner  12  x 12  in. 

$10.00  per  square 


0.  666  Wall  Plate  24  x 48  in. 

Also  made  24  x 96  in. 
$9.00  per  square 


1 
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No.  4756  Border  12x48  in. 

$9.00  per  square 


No.  4743  Border  12x18  in. 


$9.50  per  square 

2* 

No.  4661  Mold  8x48  in. 

8 cents  per  lineal  foot 


No.  4664  Ell  8x8  in. 
8 cents  each 


No.  665  Wall  Plate  24x48  in. 

Also  made  24  x 96  in. 
$9.00  per  square. 
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^^HEELING  ceilings — Art  Nouveau 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  4660  Cornice  H m.  projection  lOJ  in.  deep  48  in.  long 

17  cents  per  lineal  foot 


No.4761Corn.ee  8 project. on  74  .n.  deep  48  .„.  long 

13  cents  per  lineal  foot 


No.  4762  Wainscot  24x33  in, 


H <5' 


$9.00  per  square 


Coved  to  18  in.  radius  29  in.  girt 
24  cents  per  lineal  foot 


48  in.  long 


No.  658  Cove 
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Ceiling  Design  No.  7047  Composed  of  Cornice  4660.  Mold  and  Filler  4574,  Field  4738,  4739,  4740 

Average  price  $9.40  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 

r- 
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WHEELING  CEILINGS— Nouveau 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  7049 


Composed  of  Cornice  4660,  Mold  and  Filler  4574,  Panels  4730,  4731,  4732 
Average  price  $9.75  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS — Art  Nouveau 


Ccilsnig  Design  No.  7050  Composed  of  Cornice  4221,  Mold  and  Filler  4574,  Panels  4730.  4731,  4732,  4733 

Average  price  $9.75  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS— Modern 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  4776  Corner  12  x 12  in. 
10  cents  each 


No.  4765  Ceiling  Plate 


$9.00  per  square 


24x48  in. 
Also  made  24x24  in. 


No.  4766  Border 


$9.00  per  square 
12x24  in.  size  9.50  “ 


12x48  m. 
Also  made  12x24  in. 


No.  4770  Border  12x12  in 
10  cents  each 


No.  4767  Border 


$9.00  per  square 


12x48  in. 


No.  4778  Border 


$9.00  per  square 


12x48  in. 


No.  4768  Border  12x24  in. 

$9.50  per  square 
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No.  787  Frieze  or  Border  24  x24  in. 
$12.00  per  square 


No.  397.Wall  Plate  24  x 48  in. 

Also  made  24  x 96  in. 
$8.50  per  square 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


No.  788  Frieze  or  Border  24x24  in. 
$ 12.00  per  square 


No.  800  Decorative  Panel  24  x 48  in. 
$1.00  each 


WHEELING  CEILINGS-Modern 


No.  786  Frieze  or  Border 


24  x 48  in. 


$12.00  per  square 


No.  785  Corner  24  x 24  in. 

$12.00  per  square 


No.  784  Frieze  or  Border  24  x 24  in. 
$12.00  per  square 
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WHEELING  CEILINGS— Modern 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


No.  4388  Stair  Wainscot 
12x48  in. 


S8.50  per  square 


No.  4388  Wainscot  24x36  in. 

$8.50  per  square 


No.  387  Wainscot  24x32  in. 

$8.50  per  square 


No.  4777  Wainscot  24x33  in. 

$9.00  per  square 


No.  393  Wainscot  Rail 

8 cents  per  lineal  foot 


7x48  in. 


h*---  &'/4  — H 


No.  4815  Cornice  6J  in.  projection  8|  in.  deep  48  in.  long 

12  cents  per  lineal  foot 


Inner  Mitre  No.  4815 

60  cents  each 


Outer  Mitre  No.  481^ 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS— Modern 


1 

X 

J. 

N 

Ceiling  Design  No.  7052 


Composed  oi  Comice  4299.  Mold  and  Filler  4574.  Border  4766,  Field  4765 
Average  price  $9.35  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS— Modern 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


Ceiling  Design  No.  7051 


Composed  of  Cornice  d299.  Mold  and  Filler  4574,  Border  4776,  4778,  4767 
Average  price  $9.35  per  square,  not  including  furring  strips 
Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


W^HEELING  CEILINGS — Modern 


5Ji3 


Wall  Design  No.  1 IS5  Composed  of  Cove  394,  Poor  Mold  393,  Wall  Plate  397,  Rail  393.  Wainscot  387 

Average  price  89  cents  per  lineal  foot,  not  including  Cove 
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WHEELING  CEILINGS-Paneis 


WHEELING  CORRUGATING  COMPANY 
V/HEELING.  W.  VA. 


No.  4278  Ceiling  Panel  J in.  deep 

$8.00  per  square 


24  X 48  in. 
Also  made  24  x 24  in. 


No.  4273  Ceiling  Panel  f in.  deep 


24  X 84  in. 


$8.00  per  square 
12  X 12  in.  size  9.00  “ 


Also  made  24  x 24  in. 
and  12x  12  in. 


No.  4277  Ceiling  Panel 


J in.  deep 
$8.00  per  square 


18  x 48  in. 
Also  made  18  x 24  in. 


No.  4276  Ceiling  Panel  f in.  deep  18  x 38  in. 
$8.50  per  square 


No.  4275  Ceiling  Panel  j in.  jeep 

$8.00  j>cr  square 
12x24  in.  size  8.50  “ “ 


12x48  in. 
Also  made  12x24  in. 


No.  4274  Ceiling  Panel  | in.  deep  12x18  in. 
$9.00  per  square 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS- Panels 


No.  4223  Ceiling  Panel  g in.  deep  24x48  in 

Also  made  24x24  in 

$9.00  per  square 


No.  422S  Ceiling  Panel 


5 in.  deep 
$8.00  per  square 


24 x48  in. 
Also  made  24x24  in. 


No.  4333  Panel  | in.  deep  24x24  in. 
35  cents  each 


No.  4030  Center  48x48  in 

Composed  of  4 Panels  4333  and  Center  4324 
$2.00  each 


No.  4324  Center  24  x 24  in. 

60  cents  each 


WHEELING  CEILINGS— Panels 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  V/.  VA. 


Ceiling  Design  No.  8217  Composed  of  Cornice  4197,  Mold  and  Filler  4574,  Field  4273,  4275,  4278 

Average  price  $8.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS-Panels 


Ceiling  Design  No.  826S  Composed  of  Cornice  4197.  Mold  and  Filler  4574,  Field  4273 

Average  price  $8.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 

I 
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WHEELING  CEILINGS-Panels 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8047  Composed  of  Cornice  4221,  Mold  and  Filler  4S74.  Field  Panels  4223 

Average  price  $9.40  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS-Panels 


Ceiling  Design  No.  8046  Composed  of  Cornice  4221,  Mold  and  Filler  4754.  Border  4225,  Mold  4230,  Field  Panels  4223 

Average  price  $9.40  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


WHEELING  CEILINGS— Panels 


WHEELING  CORRUGATING  COMPAm' 
WHEELING.  W;  VA. 


Ceiling  Design  No.  8048 


Composed  of  Cornice  4221,  Mold  and  Filler  4574,  Border  4225,  Mold  4230,  Field  4273 
Average  price  59.00  per  square,  not  including  furring  strips 
Note  — Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS—Panels 


No.  4228  Ceiling  Panel  | in.  deep 

$8.60  per  square 


24  X 84  in. 
Also  made  24  x 24  in, 


No.  4226  Ceiling  Panel  | in.  deep  24x48  in. 

Also  made  24  x 24  in. 
and  12  X 12  in. 

$8.50  per  square 
12  X 12  in.  size  9.50  “ “ 


No.  4227  Ceiling  Panel  | in.  deep 

$8  .50  per  square 
12x24  in.  size  9.00  “ 


12  X 48  in. 
Also  made  12  x 24  in 


/ 


/ 


\ 


No.  4433  Ceiling  Panel  | in.  deep  !2x  18  in.  No.  4431  Ceiling  Panel 
$S.50  per  square 


in.  deep 


18  X 48  in. 
Also  made  18x24  in. 


No.  4432  Ceiling  Panel  5 deep  18  x 18  in. 
$9.00  per  square 


$8.50  per  square 


WHEELING  CEILINGS-Panels 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  4028  Center  composed  of  Center 
4181,  Panels  4434 


NOTE — Any  of  our  24  x 24  in.  centers 
may  be  substituted  for  4181  if  so 
specified. 


No.  4028  Center  3|  in.  drop 

$2.40  each 


48  X 48  in. 


No.  4434  I iiL  deep  24  x 24  in. 
40  cents  each 


No.  4181  Center  3|  in.  deep  24x24  in. 
80  cents  each 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS— Panels 


Ceiling  Design  No.  8235  Composed  of  Cornice  4221,  Mold  and  Filler  4574.  Panels  4226,  4227,  4228 

Average  price  $9.00  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Panels 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8218 


Composed  of  Cornice  4221,  Mold  and  Filler  4574,  Border  4228,  Mold  4246,  Field  4226,  4227,  4228 
Average  price  $9.40  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Ceiling  Design  No.  8234  Composed  of  Cornice  4292,  Mold  and  Filler  4574.  Panels  4226 

Average  price  $9.00  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS-Panels 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 
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Ceiling  Design  No.  8219 


Composed  of  Cornice  -1221.  Filler  219,  Mold  42-16.  Panels  4226,  4227,  4228 
.Average  price  S9.65  per  square,  not  including  furring  strips 
Note— Price  vanes  with  size  and  shape  of  room 


; 
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No.  4271  Ceiling  Panel  1|  in.  deep  24x24  in. 
$9.60  per  square 


No.  4436  Ceiling  Panel  1|  in.  deep  18x24  in. 
$9.50  per  square 


No.  4272  Ceiling  Panel  !§  in.  deep  24x48  in. 

$9.50  per  square 


No.  4498  Ceiling  Panel  IS  deep  12x  12  in. 
$10.50  per  square 


No.  4437  Ceiling  Panel  If  in.  deep  18x18  in. 
$ 10.00  per  square 
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No.  4438  Ceiling  Panel  If  in.  deep  I2x  18  in. 
$10.50  per  square 


WHEELING  CEILINGS-Panels 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Center  No.  *1027 
Composed  of  Center  No.  4324 
and  Panels  No.  4439 


NOTE— Any  of  our  24  x 24  in.  Centers  may 
be  substituted  for  No.  4324  if  so  spec- 
ified. 


No.  4027  Center 


$2.20  each 


48x  48  in. 


No.  4439  If  in.  deep  24  x24  in. 
40  cents  each 


No.  4324  Center  in.  drop  24x24  in. 
60  cents  each 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS-Panels 


mi 


Ceiling  Design  No.  8132 


Composed  of  Cornice  *1221,  Mold  and  Filler  4574,  Field  4497,  4498,  4271 
Average  price  9.70  per  square,  nor  including  furring  strips 
Note — Price  varies  with  size  and  shaf>e  of  room 


WHEELING  CEILINGS— Panels 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8133  Composed  of  Comice  4221,  Mold  and  Filler  4574,  Panels  4497,  4498,  427  E,  4272 

Average  price  $9.70  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS -Panels 


Ceiling  Design  No.  8073 


Composed  of  Cornice  4292,  Border  4225,  Mold  291,  Mold  4302,  Panels  4271.  4272 
.\verage  price  $1 1.20  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


97 


ian/,wi 


WHEELING  CEILINGS-Panels 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  872  Ceiling  Panel  1|  in.  deep  24  x 24  in. 
$9.50  per  square 


No.  875  Ceiling  Panel  1|  in.  deep  18  x 18  in. 
$10.00  per  square 


No.  871  Ceiling  Panel  If  in.  deep  12x24  in. 
$10.00  per  square 


\ 

No.  874  Ceiling  Panel  If  in.  deep  18x24  in. 
$9.50  per  square 


No.  873  Ceiling  Panel 


If  in.  deep 
9.50  per  square 


24  X 48  in. 


No.  870  Ceiling  Panel  If  in.  deep  12  x 12  in. 
$10.50  per  square 


No.  876  Ceiling  Panel  If  in.  deep  12  x 18  in- 
$ 10.50  per  square 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS— Panels 


Center  No.  4019 
Composed  of  Panels  No.  877  and 
Center  No.  4324 


mm 

NOTE— Any  of  our  24x24  in.  Cen- 
ters may  be  substituted  for  No.  4324 
if  so  specified 


No.  4019  Center 


$2.20  each 


48x48  in. 


No.  887  If  in.  deep  24x24  in. 
40  cents  each 


No.  4324  Center  24.x  24  in. 

60  cents  each 
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WHEELING  CEILINGS- Panels 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA 


Ceiling  Design  No.  8252 


Composed  of  Cornice  4299,  Filler  and  Mold  4574,  Panels  870,  871,  872 
Average  price  $9.75  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS-Panels 


Ceiling  Design  No.  8271  Composed  of  Cornice  4221,  Mold  and  Filler  4574,  Panels  872,  873,  874,  875 

Average  price  $9.75  per  square,  not  including  furring  strips 
Note  — Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  670  Ornamental  Beaded  Sheet 

$7.25  per  square 


Made  24x96  in. 


No.  4162 


24x48  in. 

S8.00  per  square  Also  made  24  x 24  in. 


No.  673  Ornamental  Beaded  Sheet 

$7.50  per  square 


Made  24  x 96  in. 


No.  4146  24x48  in. 

» $8.00  per  square  Also  made  24x24  in. 


No.  4177 
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24  x 48  in. 

$8.00  per  square  Also  made  24  x24  in. 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS 


No.  4329  Corner  24x24  in. 

$8.00  per  square 


No.  4203  Border 


$8.00  per  square 


24x48  in. 
Also  made  24  x 24  in. 


New  4188  Corner  24x24  in. 

$8.00  per  square 


No.  4802  Ceiling  Plate 


$8.00  per  square 


24  X 48  in. 
Also  made  24  x 24  in. 


No.  4268  Ceiling  Plate 


$8.00  per  square 


24  X 48  in. 
.Also  made  24  .x  24  in. 


No.  42S4  Ceiling  Plate 


$8.  00  per  square 


24x48  in. 
Also  made  24  x 24  in. 
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No.  4184  Ceiling  Plate 


$8.00  per  square 


24  .\  48  in. 
.Also  made  24  x 24  in. 


WHEELING  CEILINGS 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  -1206  Ceiling  Plate 


24  X 48  in. 
Also  made  24  x24  in. 


$8.50  per  square 


No.  4207  Ceiling  Plate 


$8.50  per  square 


24  X 48  in. 
Also  made  24x24  in. 


No.  4209  Ceiling  Plate 


$8.50  per  square 


24  X 48  in. 
Also  made  24  x24  in. 


No.  4267  Ceiling  Plate 


$8.50  per  square 


24x48  in 
Also  made  24x24  in 


No.  199  Ceiling  Plate  24x48  in. 

Also  made  24  x96  in, 
$8.00  per  square  or  24  x24  in. 
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No.  4680  Ceiling  Plate 


$8.50  per  square 


24x48  in 
Also  made  24  x24  in- 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS 


No.  4204  Corner  24  x 24  in. 

$8.50  per  square 


No.  4205  Border 


$8.50  per  square 


24  X 48  in. 
Also  made  24x24  in. 


No.  4204  Ceiling  Plate 


$8.50  per  square 


24x48  in. 
Also  made  24  x 24  in. 


No.  4256  Ceiling  Plate  | in.  deep 

$9.00  per  square 


24x48  m. 
Also  made  24x24  in. 


No.  4330  Corner  24x24  in. 

$8.50  per  square 


No.  187  Wall  Plate  24x48  in. 

■Also  made  24  .x96  in. 
$8.00  per  square 
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WHEELING  CEILINGS 


1 

WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8032 


Composed  of  Foot  Mold  4182,  Cove  215,  Mold  4159.  Border  4208,  Corner  4180,  Field  4208.  4267 
Average  price  $9.95  per  square,  not  including  furring  strips 
jviote — Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY' 
WHEELING.  W.  VA. 


WHEELING  CEILINGS 


Ceiling  Design  No.  8227 


Composed  of  Cornice  4292,  Mold  and  Filler  4574.  Border  4271,  Mold  4241.  Field  4256 
Average  price  $9.95  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


igjSfiTtS! 


Ceiling  Design  No.  8225  Composed  of  Cornice  4292,  Filler  and  Mold  4574,  Border  4205,  Mold  4241,  Field  4204 

Average  price  $9.55  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WHEELENG  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS 


Ceiling  Design  No.  8238  Composed  of  Cornice  4292,  Mold  and  Filler  4574,  Border  4205.  Mold  4241.  Field  4680 

Average  price  $9.55  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


WHEELING  CEILINGS 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


i 


Ceiling  Design  No  8258 


Composed  of  Cornice  4292,  Mold  and  Filler  4574,  Border  4204,  4205.  Mold  4241,  Field  4209 
Average  price  $9.55  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS 


i 
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Ceiling  Design  No.  8274 


Composed  of  Cornice  4292,  Mold  and  Filler  4574,  Border  4205,  Field  4207 
Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WHEELING  CEILINGS 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


uuv>nn\>\n  un^\nn\>\vnnv\^ni'>»nuil 


Composed  of  Cornice  4292,  Mold  and  Filler  4574,  Border  4205,  Field  4206 
Average  price  S9.10  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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Ceiling  Design  No  8233 


WHEELING  CORRUGATING  COMPANY 

WHEELING,  w.  VA,  WHEELING  CEILINGS 


Ceiling  Design  No.  8228 


Composed  of  Cornice  4299,  Filler  263,  Border  4316,  Field  4496 
Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WHEELING  CEILINGS 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


SIS® 

iiili 

Ceiling  Design  No.  8270 


Composed  of  Cornice  4292,  Filler  263,  Border  4316,  Field  4267 
Average  price  $9.10  per  square,  nor  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS 


Ceiling  Design  No.  8232  Composed  of  Cornice  -4197,  Filler  and  Mold  *457-4.  Field  *4267 

Average  price  $9.10  per  square,  nor  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8265 


Composed  of  Cornice  4292,  Filler  263,  Border  4316,  Field  4207 
Average  price,  $9.10  per  square,  not  including  furring  strips 
Note— Price  varies  v^'ith  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS 


Ceiling  Design  No.  8253  Composed  of  Cornice  4301,  Filler  263,  Border  4316.  Field  4206 

Average  price  $8.90  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


Ceiling  Design  No.  8229 


Composed  of  Cornice  4197,  Filler  263,  Border  4509,  Field  199 
Average  price  $8.90  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


s 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


MISCELLANEOUS 
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Ceiling  Design  No.  8230 


Composed  of  Cornice  *4 197,  Mold  and  Filler  4574.  Field  199 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


WHEELING  CEILINGS 


WHEELING  CORRDGATING  COMPANY 
WHEELING,  W,  VA. 


Ceiling  Design  No.  8100 


Composed  of  Cornice  4197,  Mold  and  Filler  4574,  Border  4203,  Field  4184 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
V/HEELING,  W.  VA. 


WHEELING  CEILINGS 
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Ceiling  Design  No.  8231 


Composed  of  Cornice  -4197.  Mold  and  Filler  ^57-4.  Border  -1203,  Field  425-4 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


I2I 


Ceiling  Design  No.  8266  ^ _ 

Composed  of  Corn.ce  4197.  Mold  and  Filler  4574,  Border  4203,  Field  4268 
Average  price  $8.65  per  square,  not  including  furring  srrips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS 


Ceiling  Design  No.  8264 


Composed  of  Cornice  4197,  Mold  and  Filler  4574,  Border  4203,  Field  4802 
Average  price  $8.65  per  square,  nor  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


WHEELING  CEILINGS 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


i' 

§1 

L5£^ 

Ceiling  Design  No.  8267 


Composed  of  Cornice  4197,  Mold  and  Filler  4574,  Border  4203,  Field  4177 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS 


Ceiling  Design  No.  8236 


Composed  of  Cornice  *1197.  Filler  and  Mold  4574.  Border  4203.  Field  4162 
Average  price  $8.65  per  square,  not  including  furring  strips 
jsjote— Price  varies  with  size  and  shape  of  room 
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WHEELING  CEILINGS 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


IXIXIX> 


XXX|> 
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Ceiling  Design  No.  8237 


Composed  of  Cornice  4197,  Mold  and  Filler  4574,  Border  4203,  Field  4146 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shaf)e  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS 


Ceiling  Design  No.  8263 


Composed  of  Cornice  Mold  4190,  Field  673 
Average  price  $7.85  per  square,  not  including  furring  strips 
IsJote—Price  varies  with  size  and  shape  of  room 
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Ceiling  Design  No.  8261 


Composed  of  Cornice  Mold  4293,  Field  670 
Average  price  $7.70  per  square,  noT  including  furring  strips 
Note  — Price  varies  with  size  and  shape  of  room 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS 


'iwiipinunni'F'nriffTnn 


Composed  of  Cornice  -4197,  Frieze  ■4198,  Wall  Plate  187.  Rail  *4265,  Wainscot  21*4 
Price,  based  on  room  12  ft.  6 in.  high  (not  including  Cornice).  87  cents  per  lineal  foot 


Side  Wall  Design  No.  1 157 
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WHEELING  CEILINGS 


\N’HEELING  CORRUGATING  COMPANY 
WHEELING,  W VA. 


Side  Wall  Design  No.  1 165 


Composed  of  Cornice  4354.  Wall  Plate  670.  Rail  353,  Wainscot  387 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS— Centers 


/' 


No.  326  Center  9 in.  diam. 
30  cents  each 


No.  325  Center  22  in.  diam. 
60  cents  each 


No.  1804  Zinc  Center  I9i  in.  diam. 
$3.00  each 


No.  1865  Zinc  Center  28  in.  diam. 
$6.00  each 


13) 


No.  4180  Center  2f  in.  drop  24x24  in. 
60  cents  each 


No.  4487  Center  2^  in.  drop  24  x 24  in. 
80  cents  each 


No.  4386  Center  If  in.  drop  24x24  in. 
60  cents  each 


WHEELING  CEILINGS-Centers 


No.  4324  Center  in.  drop  24  x24  in. 
60  cents  each 


No.  1012  Zinc  Ventilating  Center  36  x 36  in. 

$12.00  each 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


> 


No.  4181  Center  3f  in.  drop  24  x 24  in. 
80  cents  each 


No.  4400  Center  3J  in.  drop  24  x 24  in. 
80  cents  each 


No.  1013  Zinc  Ventilating  Center  24x24  in. 
$7.00  each 
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WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS— Borders 


No.  432  i Corner  18  x 18  in. 
$9.00  per  square 


No.  4332  Corner  24  x 24  in. 

$8.50  per  square 


No.  4317  Border 


$8.50  per  square 


1 8 X 48  in. 
Also  made  18x24  in. 


No.  4323  Corner  18  x 18  in. 
$9-00  per  square 


No.  4316  Border 


$8.50  per  square 


24x48  in. 
Also  made  24  x 24  in 


No.  4320  Corner  24  x 24  in. 

$8.50  per  square 
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No.  809  Filler 


$8.00  per  square 


24  X 48  in. 
Also  made  24  x 96  in. 


No.  4331  Tee  24x24  in. 

$8.50  per  square 
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WHEELING  CEILINGS— Fillers 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  *1075  Corner  24x2-1  in. 

.Also  made  18  x 18  in. 
or  12  X 12  in. 
$8.50  per  square 


No  4574  Filler 


24x48  in. 

Also  made  8.  10,  12.  14,  16,  18  or  20  in.  wide 
$8.00  per  square 


No.  4576  Corner  ' 24x24  in. 

Also  made  18  x 18  in. 
or  12  X 12  in 
$8.50  per  square 


No.  263  Filler 


$8.00  per  square 


24x48  in. 
Also  made  24x96  in. 


No.  808  Filler 


$8.00  per  square 


24x48  in. 
Also  made  24  x 96  in- 


No.  348  Wall  Plate 


$8.00  per  square 


24  X 48  in. 
Also  made  24  x 96  in. 
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No.  444  Filler 


24  x 48  in. 
Also  made  24  x 96  in. 
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1.00  per  square 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING 


No.  633  Border  and  Filler 


$8.00  per  square 


24  X 48  in. 
Also  made  24x96  in. 


0.  216  Border  and  Filler 


24x48  in. 
Also  made  24  x 96  in 


$8.00  per  square 


No.  175  Border 


$8.00  per  square 


24x48  in. 
Also  made  24x96  in. 
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-Fillers 
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No.  632  Filler 


1.00  per  square 


24  X 48  in. 
Also  made  24x96  in. 


No.  255  Filler 


$8.00  per  square 


24  X 48  in. 
Also  made  24  x96  in. 
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No.  219  Filler 


$8.00  per  square 


24x48  in. 
.■\lso  made  24x96  in. 


WHEELING  METAL  TILE 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


No.  101  — ljx6  in.  Tile 


$8.00  per  square 


24x48  in. 
or  24  X 96  in. 


No.  103—6x6  in.  Tile 


A S £ 

No.  1 10— Tile  Cap  2Jx48  in. 

A— 5 cents  per  lineal  foot 
B and  C — 6 cents  per  lineal  foot 
D — 7 cents  per  lineal  foot 


No.  115 — Tile  Base 


9 cents  per  lineal  foot 


9x48  in. 


No.  104-3x6  in.  Tile 


$8.00  per  square 


24  x 48  in. 
or  24x96  in. 


No.  105 — Tiling 


24  X 48  in. 


$8.00  per  square 


24x48  in. 
or  24  x96  in. 
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$8.00  per  square 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


WHEELING  CEILINGS— Coves 


No.  672  Cove 


Coved  to  18  in.  radius  29  in.  girt  ^8  in.  long 

24  cents  per  lineal  foot 


No.  658  Cove  Coved  to  18  in.  radius  29  in  girt  48  in.  long 

24  cents  per  lineal  foot 


No.  216  Cove  Coved  to  18  in.  radius  32  in.  girt  Composed  of  2 plates  214 
25  cents  per  lineal  foot 

No.  214  Flat  59.00  per  square 


No.  176  Cove  Coved  to  12  in.  radius  24  in.  girt  48  in.  long 
18  cents  per  lineal  foot 


No.  394  Cove  Coved  to  12  in.  radius  24  in.  girt  48  in.  long 
18  cents  per  lineal  foot 
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WHEELING  CEILINGS— Cornices 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


No.  4250  Cornice 

12|  in.  projecrion  17|  in.  deep  48  in.  long 
22  cents  per  lineal  foot 


No.  4488  Cornice 

6|  in.  projection  16^  in.  deep  48  in.  long 
18  cents  per  lineal  foot 


No.  4349  Cornice 

10  in.  projection  16  in.  deep  48  in.  long 
20  cents  per  lineal  foot 


No.  4640  Cornice 

12  in.  projection  1 in.  deep  48  in.  long 
20  cents  per  lineal  foot 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS -Cornices 


No.  4761  Cornice  8 in.  projection  7^  in.  deep  48  in.  long 

13  cents  per  lineal  foot 


No.  4860  Cornice  1 1 in.  projection  lOJ  in  deep  48  in.  long 

17  cents  per  lineal  foot 


No.  222  Cornice 


6J  in.  projection  8J  in.  deep 
i4  cents  per  lineal  foot 


48  in.  long 


No.  671  Cornice  6 in.  projection  in.  deep  48  in.  long 

12  cents  per  lineal  foot 


No.  4555  Cornice  1 1 J in-  projection  10  in.  deep  48  in.  long 

20  cents  per  lineal  foot 
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WHEELING  CEILINGS— Cornices 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  4221  Cornice  9 in.  projection  1 IJ  in.  deep 

15  cents  per  lineal  foot 


No.  4411  Cornice  4J  in.  projection  13  in.  deep 
15  cents  per  lineal  foot 


48  in.  long 
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48  in.  long 


No.  4221  Inner  Mitre 


No  4221  Outer  Mitre 

75  cents  each 


No.  441 1 Outer  Mitre 


No.  441 1 inner  Mitre 

SO  cents  each 


No.  4585  Cornice  in.  projection  7J  in.  deep  48  io-  long 

13  cents  per  lineal  foot 


No.  4585  Inner  Mitre  No.  4585  Outer  Mitre 


60  cents  each 


No.  4815  Cornice 


48  in.  long 


in.  projection  8^  in.  deep 
12  cents  per  lineal  foot 
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60  cents  each 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


WHEELING  CEILINGS— Cornices 


f-t— ,5' — H 


No.  4469  Cornice  S in.  projection  9|  in.  deep 

13  cents  per  lineal  foot 


48  in.  long 


No.  4470  Cornice  in.  projection  7|  in.  deep 

! 1 cents  per  lineal  foot 


48  in.  long 


No.  4292  Cornice 

in.  projection  6J  in.  deep 

48  in.  long 

12  cents  per  lineal  foot 

No.  4299  Cornice 

4^  in.  projection  5|  in.  deep 

48  in.  long 

9 cents  per  lineal  foot 

No.  4619  Inner  Mitre  No.  4619  Outer  Mitre 

60  cents  each 


No.  4469  Inner  Mitre 


SO  cents  each 


No.  4469  Outer  Mitre 


No.  4470  Inner  Mitre 

50  cents  each 


No.  4470  Outer  Mitre 


No.  4292  Inner  Mitre 

60  cents  each 


No.  4299  Inner  Mitre 

50  cents  each 


No.  4299  Outer  Mitre 
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WHEELING  CEILINGS— Cornices 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


. jQ  1 No.  4197  Inner  Mitre 

No.  4197  Cornice  5i  in.  projection  in.  deep  in.  long  50  cents  each 

10  cents  per  lineal  foot 


K- 


No.  4720  Cornice  4*  in.  projection  in.  deep  48  in.  long 

9 cents  per  lineal  foot 


v‘ 


No.  4720  Inner  Mitre 

50  cents  each 


No.  4266  Cornice  4|  in.  projection  6i  in.  deep  48  in.  long 

10  cents  per  lineal  foot 


No.  4266  Inner  Mitre 

50  cents  each 


No  4301  Cornice  3|  in.  projection  4 in.  deep  48  in.  long 

8 cents  p>er  lineal  foot 


No.  4301  Inner  Mitre 

40  cents  each 


No.  4354  Cornice  4|  in.  projection  4J  in.  deep  48  in.  long 

8 cents  per  lineal  foot 


No.  4354  Inner  Mitre 


50  cents  each 
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No.  4197  Outer  Mitre 


No.  4720  Outer  Mitre 


No.  4266  Outer  Mitre 


No.  4301  Outer  Mitre 


No.  4354  Outer  Mitre 
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WHEELING  CEILINGS— Cornices,  etc. 


No.  4836  Cornice  4|  in.  projection  4 in.  deep  48  in.  long 

8 cents  per  lineal  foot 


No.  4836  Outer  Mitre 

40  cents  each 


No.  4190  Cornice  3 in.  projection  4 in.  deep  48  in.  long 

7 cents  per  lineal  foot 


f tNff  wi'f  Iff  Wff  Iff  If  f If  f Iff  Wff  fH'f  l»ivf  I'l 


No.  4148  Foot  Mold 


8 cents  per  lineal  foot 


No.  4218  Picture  Mold 

6 cents  per  lineal  foot 


2x48  in. 


No.  4293  Cornice  2i  in.  projection  4 in.  deep  48  in.  long 

6 cents  per  lineal  foot 


No.  4261  Cornice  3|  in.  projection  4|  in.  deep  48  in.  long 

7 cents  per  lineal  foot 


No.  4838  Cornice  2h  in.  projection  2^  in.  deep  48  in.  long 

5 cents  per  lineal  foot 


II  M»»  >!»•  'I't  ’ \9  n%9  nt9  • ' »•  ' 


i 


No.  4847  Foot  Mold 


6 cents  per  lineal  foot 


2Jx48  in. 


No.  4867  Cornice  3i  in  projection  3i  in.  deep  48  in.  long 

6 cents  per  lineal  foot 


No.  4196  Composed  of  Cornice  4197,  Frieze  4198 
5J  in.  projection  17|  in.  deep 
19  cents  per  lineal  foot 
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No.  4198  Frieze 


9 cents  per  lineal  foot 


12x48  in. 


WHEELING  CEILINGS— Molds 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


No.  42-41  Mold  U in.  deep 

13  cents  per  lineal  foot 


12x48  in. 


No.  4242  Cross 


No.  4243  Tee  No.  4244  Ell 

IS  cents  each 


No.  4678  End  Cap 


No.  4169  Mold 


1 1 in.  deep 

12  cents  per  lineal  foot 


12  x48  in. 


No.  4170  Cross 


No.  4681  End  Cap 


No.  4246  Mold  U in.  deep 

13  cents  per  lineal  foot 


ri  I * 


MlMM 


No.  4247  Cross 


No.  4248  Tee  No.  4249  El! 

1 5 cents  each 


No.  4679  End  Cap 


No.  4192  Mold  21  in.  deep 

14  cents  f>er  lineal  foot 


12x48  in. 


No.  4193  Cross 


No.  4194  Tee 


No.  4195  Ell 


0.  4677  End  Cap 


cents  each 
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No.  4464  Mold 


9 cents  per  lineal  foot 


9 x48  in. 


No.  4464  Cross 


No.  4661  Mold 


8 cents  per  lineal  foot 


8x48  in. 


No.  4230  Mold 

8 cents  per  lineal  foot 


6x48  in. 


No.  4231  Cross 


No.  4540  Mold 

8 cents  per  lineal  foot 


6x48  in. 


No.  4541  Cross 


No.  4257  Mold 

7 cents  per  lineal  foot 


6x48  in. 


No.  4258  Cross 


No.  4464  Tee  No.  4464  Ell 

10  cents  each 


No.  4664  Ell 
8 cents  each 


No.  4232  Tee  No.  4233  Ell 

8 cents  each 


No.  4542  Tee  No.  4543  Ell 

8 cents  each 


No.  4259  Tee  No.  4260  Ell 

7 cents  each 
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WHEELING  CEILINGS— Molds 


No.  4302  Beam  Mold  in.  deep  6x48  in. 

10  cents  per  lineal  foot 


WHEELING  CORRUGATING  COMPANY 
WHEELING,  W.  VA. 


No.  4304  Tee  No.  4305  Ell 

20  cents  each 


No.  4287  Mold 

6 cents  per  lineal  foot 


6 X 48  in. 


No.  4287  Cross 


No.  4287  Tee  No.  4287  Ell 

6 cents  each 


No.  4239  Mold 


6 cents  per  lineal  foot 


6 X 48  in. 


No.  4265  Mold 

5 cents  per  lineal  foot 


4J  x48  in. 


No.  4265  Cross 


No.  4265  Tee  No.  4265  Ell 

5 cents  each 


No.  4843  Mold  4 x 48  in. 

5 cents  per  lineal  foot 


,11 

m 

No.  4843  Cross  No.  4843  Tee  No.  4843  Ell 

5 cents  each 


No.  4839  Mold 

5 cents  per  lineal  foot 


4x48  in. 


No.  4839  Cross 


±si 


No.  4839  Tee 
5 cents  each 


No.  4839  Ell 


WHEELING  CORRUGATING  COMPANY 
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WHEELING  CEILINGS— Molds 


-«  wikMMS 


No.  4288  Mold 


4x48  in. 


6 cents  per  lineal  foot 


No.  4860  Mold 


Scents  per  lineal  foot 


4ix48  in. 


No.  4289  Mold 


4 X 48  in. 


5 cents  per  lineal  foot 


> > 


No.  4290  Mold 


3 x48  in.  G 


4 cents  per  lineal  foot 
No.  4290  G-5  


No.  179  Foot  Mold 


4 X 48  in. 


6 cents  per  lineal  foot 


No.  291  Mold  1x48  in. 

3 cents  per  lineal  foot 


No.  31 1 Nosing 


in.  bead  1 in.  aprons 

4 cents  per  lineal  foot 


48  in.  long  A B 


No.  4296  Nosing 


6x48  in. 


7 cents  per  lineal  foot 


No.  4182  Foot  Mold 


f t f I f t f I i J I J Ji J JJ^ 


6x48  in. 


9 cents  per  lineal  foot 


No.  286  Mold 


6 .\48  in. 


6 cents  per  lineal  foot 


METAL  SHINGLES 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 


THE  ORNAMENTAL  AND  PERMANENT  ROOF 


Metal  Shingles  are  for  all  roofs  having  one-fourth  or  greater  pitch,  and  are  particularly  adapted  to  bay  windows,  dormers,  gables,  mansards, 
porches,  towers,  etc.,  and  in  fact,  any  place  where  slate  or  wooden  shingles  can  be  used.  They  are  also  suitable  for  siding,  and  are  used  by  many 
people  for  this  purpose. 

Our  Metal  Shingles  are  absolutely  water-proof  and  weather-proof,  affording  the  greatest  amount  of  protection  to  a building  and  its  contents. 

They  are  fire-proof  and  lightning-proof,  which  not  only  increases  their  protective  qualities,  but  offers  a saving  in  the  cost  of  fire  insurance. 

It  is  in  the  locking  device  that  the  success  of  our  shingles  lies.  The  accompanying  profile  shows  our  lock  and  how  it  is  formed,  and  you  will 
note  that  while  the  shingles  fit  closely  together,  there  is  sufficient  room  for  them  to  automatically  contract  and  expand. 


Profile  of  our  new  lock  showing  how  the  shingles 
fir  together  when  applied. 


Made  from  the  best  full  weight  IC  Worcester  grade 
terne  roofing  plate.  Are  galvanized  or  painted  after  being 
stamped. 


Cross  section  showing  how  the  shingles  overlap  when  applied.  This  overlap  is  a 

new  feature. 


Their  construction  and  the  way  they  lock  together  and 
are  applied  form  the  only  perfect  system  of  contraction  and 
expansion  so  essential  to  a good  roof. 


Group  of  Ohio  Cluster  Shingles 
Made  in  one  size  only  20x28  in. 


Group  of  Dixie  Shingles 
Made  in  three  sizes  7x  10  in. 

lOx  14  “ 
14x20  •• 


Group  of  Stella  Shingles 
Made  in  one  size  only  lOx  14  in. 


For  Full  Information  ask  for  Our  Shingle  Book 


Group  of  Virginia  Shingles 
Vlade  in  three  sizes  7x10  in. 

10x14  “ 
14x20  “ 
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terne  roofing  plates 


OLD  STYLE  TERNE  PLATES,  NEW  METHOD  TERNE  PLATES,  COMMON  TERNE  PLATES,  GENUINE  CHARCOAL  IRON  TERNE  PLATES 

47  pounds  coaring^^OuJIy^pounds  roLd" rTo?nf  plateTh  different  kinds,  carrying  from  8 to 

the  coating  that  is  stamped  on  each  sheet.  ^icaviesT  coated  roohng  plate  that  is  made  in  the  world,  and  every  box  carries 

The  greatest  care  is  exercised  in  the  manufacture  of  our  RoofinP  PbtP<^  fU  u i 

is  really  on  the  plates.  ' weight  of  coating,  and  any  test  will  show  that  the  coating  we  advertise 

and  to  gitrourpaS  exaTlf  XttLy  wa”f  a°nd°wTat7ey  pT  for'^  OurRo'ofing  haefbeen  trfedTnd  have  Sovln  tht^rTorth. 
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